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CONFIDENTIAL 

PAGE 01 CAIRO 09151 161158Z 

42 

ACTION SY-05 

INEO OCT-OI EUR- 1 2 NBA- 10 ISO-00 EBO-02 A-01 /031 W 

118734 

R 161020Z SEP 75 
PM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 6489 
INEO AMCONSUL PRANKPURT 
AMEMBASSY BEIRUT 

CONPIDENTIAL CAIRO 9151 

PRANKPURT AND BEIRUT FOR RSS/TRC. DEPT POR A/SY/T AND SY/PO FROM RSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACOUSTIC CONFERENCE ROOM AIR-CONDITIONERS 
REF.: A. CAIRO 6059 B. STATE 148696 

1. ON 9/12/75 SUBJECT AIR-CONDITIONERS WERE TRACED TO 

UN EMERGENCY PORCESHEADQUARTERS IN ALEXANDRIA. QUIP- 
MENT WILL BE TRUCKED TO CAIRO ASAP. UNSURE OP CONDITION. 

2. WILL SEABEES SUPERVISE INSTALLATION? 

3. PLEASE ADVISE. 

EILTS 
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